To:  Edstrom,  Cathy[Edstrom. Cathy@epa.gov];  pcampbeii3@csc.com[pcampbeli3@csc.com] 

Cc:  PPMB  web  team[webteam@epa.gov];  Web  CMS  Support[Web_CMS_Support@epa.gov]; 

Byrd,  Jonda[byrd.jonda@epa.gov];  Morin,  Jeff[Morin. Jeff@epa.gov] 

From:  Fagan,  Susan 

Sent:  Fri  8/14/2015  6:16:38  PM 

Subject:  RE:  please  take  down  the  maintenance  notices  for  this  weekend.  Action  delayed  due  to  events 

in  CO 


Thanks  Cathy! 


Thanks 
Susan  Fagan 

Office  of  Information  Analysis  and  Access 
Information  Access  Division  (MC  2843) 

Phone:  202-566-2021  Fax:  202-566-071 1 
EPA  Cell  # 202-236-4268 

CONFIDENTIAL  COMMUNICATION 

This  e-mail  message  is  intended  only  for  the  use  of  the  addressee.  It  may  contain  information  that  is 
privileged  and  confidential.  Unauthorized  use,  dissemination,  distribution,  or  copying  is  strictly  prohibited. 


From:  Edstrom,  Cathy 

Sent:  Friday,  August  14,  2015  2:10  PM 

To:  Fagan,  Susan;  pcampbell3@csc.com 

Cc:  PPMB  web  team;  Web  CMS  Support;  Byrd,  Jonda;  Morin,  Jeff 

Subject:  RE:  please  take  down  the  maintenance  notices  for  this  weekend.  Action  delayed  due  to 
events  in  CO 


I've  removed  the  outage  notice  from  the  live  site  (buckeye  aka  epapub). 


Cathy  Edstrom  (contractor  -ASRC  Primus) 
Internet  Services  Librarian  - Team  Lead 
edstrom.cathv@epa.gov  202-566-0581 
EPA  Headquarters  Public  Access  Service 


From:  Fagan,  Susan 

Sent:  Friday,  August  14,  2015  2:09  PM 

To:  Edstrom,  Cathy;  pcampbell3@csc.com 

Cc:  PPMB  web  team;  Web  CMS  Support;  Byrd,  Jonda 


1798140 


ED  000552G  00006606-00001 


Subject:  RE:  please  take  down  the  maintenance  notices  for  this  weekend.  Action  delayed  due  to 
events  in  CO 


This  was  requested  by  Danny  Hart  and  approved  by  Wayne  Eason. 


Thanks 
Susan  Fagan 

Office  of  Information  Analysis  and  Access 
Information  Access  Division  (MC  2843) 

Phone:  202-566-2021  Fax:  202-566-071 1 
EPA  Cell  # 202-236-4268 

CONFIDENTIAL  COMMUNICATION 

This  e-mail  message  is  intended  only  for  the  use  of  the  addressee.  It  may  contain  information  that  is 
privileged  and  confidential.  Unauthorized  use,  dissemination,  distribution,  or  copying  is  strictly  prohibited. 


From:  Fagan,  Susan 

Sent:  Friday,  August  14,  2015  2:08  PM 

To:  Edstrom,  Cathy;  pcampbell.3 @csc .com 

Cc:  PPMB  web  team;  Web  CMS  Support;  Byrd,  Jonda 

Subject:  please  take  down  the  maintenance  notices  for  this  weekend.  Action  delayed  due  to 
events  in  CO 

Importance:  High 


Maintenance  for  public  webservers  and  GIS  servers  delayed  due  to  need  for  active  web  site  due  to  Gold 
King  Mine  incident. 


Thanks 
Susan  Fagan 

Office  of  Information  Analysis  and  Access 
Information  Access  Division  (MC  2843) 

Phone:  202-566-2021  Fax:  202-566-071 1 
EPA  Cell  # 202-236-4268 

CONFIDENTIAL  COMMUNICATION 

This  e-mail  message  is  intended  only  for  the  use  of  the  addressee.  It  may  contain  information  that  is 
privileged  and  confidential.  Unauthorized  use,  dissemination,  distribution,  or  copying  is  strictly  prohibited. 
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